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1. Dimensions — This drawing has been prepared in accordance with IS : 5001 (Part 1 )-1 969 
'Guide for preparation of drawings of semiconductor devices and integrated circuits: Part 1 
Semiconductor devices'. 
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Note 1 — The device, with the exception of the hexagon, thread and flexible terminals/ lies within the cylinder of 
diameter D ± and length J. 

Note 2 — Diameter D x must not be greater than the actual across flats dimension of the hexagon used. 

Note 3 — Dimension J is the seated height with the terminals bent at right angles. 

Note 4 — Diameter M refers to zone /v\. The maximum value should not exceed the outside diameter of the thread. 

Note 5 — The contour and orientation of the terminal slugs or lugs are undefined. 

Note 6 — The large terminal lug is No. 1, the small terminal lug is No. 2. 

Note 7 — The actual value of dimension 2 must be greater than that of 0±. 

Note 8 — Clearance hole for M6 or M8 bolt. 

Note 9 — Minimum flat of 6 or 8 mm. 

Note 10 — Minimum flat. 

2. Rules for Coding — See 8.1 of IS : 5001 ( Part 1 )-1969. 
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